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CHRISTMAS  EVE  —  St.  Andrew's  Episcopal 
Cathedral  —  Queen  Emma  Square,  Honolulu. 
The  Cornerstone  was  laid  March  5,  1867  —  by 
King  Kamehameha.  St.  Andrew's  Cathedral 
welcomes  the,  58th  General  Convention  of  the 
Protestant  Episcopal  Church  in  the  United 
States  of  America,  September  4-16,  1955. 
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